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Match Officials: Full-Time 
Referee; D. SPiceQ. Half-Time Kick Off: T USpm . 
Assistant Referees: Attendance 
R GRkamnwo 
T I$6eson . 
Goal Goal 
Time Time 
Antu Penno . 1 [Dann fous 
aue Pilek 2| MK G&vwmon: 
Iam Piman 3 | MATHƏO HALE 
TAUN ShavkTon 4| Ahy Blave. 
kauan Bown s | TORN WMO. 
006 coss e| mathew HARE 
MATT HANFIaD 7| mMk Robmsm 
DAN CWNDLE a | IAN HU CWwnSon. 
vAQQ:sn Parmos o| PETR knox. 
Aan Smita wl DAVID LAWS : 
fev. spaces «4| Anmum maey. 
SUBSTITUTES 
No. Replaced No.Replgced Time. 
me We NoN |12| KE Blr 
e "sei p T No. Replaced [^ Sı : ET E No. Replaced Time 
€ No. Replaced T3 No. Replaced Time 
me  GASM EAT az) MN mAs. 
me Gmn Poe PEE Ee PaL Doac dr 
No.Replaced | No. Replaced Time 
me SAE Thomson Hfi DN CLAXTON. lo 





Home Team Colours: 
Gamo owe 


Away Team Colours: 
CoN0eT ^ Sv BOE. 











F.A. UMBRO TROPHY FINAL 
SATURDAY 137" MAY 2000 


WEMBLEY STADIUM - 3.00 


THE FOOTBALL 
ASSOCIATION 














